Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 3/1/20114:51:34 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Salem, Sharon (DPH) [Sharon.Salem@state.ma.us] 

Subject: PP HVAC training 


Jim and Sharon, 

Next Tuesday a few people from PP may come by mid morning. They are training on the new HVAC unit 
above your waiting room. They should only be looking around for a few minutes. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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